582    Construction  of  Tabernacle  Roof,  Salt  Lake  City,  Utah  29040 


THIS  CONSTRUCTION  commenced  Sept.  1, 
1  865,  finished  186  7-  The  roof,  the  principal  por- 
tion of  the  building,  rests  upon  4  4  sandstone  piers, 
3  feet  thick,  20  feet  high  and  9  feet  wide.  On 
each  side  are  9  pillars,  from  wi-ich  a  48  foot  arch 
is  sprung.  1 3  arches  spring  at  each  end  from  piers 
standing  on  a  circle.  The  arches  are  of  a  lattice 
tiuss  construction,  securely  fastened,  where  necessary, 
with  cowhide  and  wooden  pegs. 
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